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ORIGIN CU-04 

INFO OCT-01 ISO-OO USIA-15 FEA-01 ERDA-07 OES-05 /033 R 

DRAFTED BY CU/IVP/MR: DSMCCONNELL/LC 
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DESIRED DISTRIBUTION 
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TO USMISSION EC BRUSSELS 

UNCLAS STATE 183343 

E.O. 11652: N/A 

TAGS: OEXC ENRG (LONGO, GIORGIO) 

SUBJECT: MULTI-REGIONAL PROJECT ON ENERGY ECONOMICS, 
OCTOBER 5 TO NOVEMBER 3, 1975 

REF: STATE 158062; EC BRUSSELS 

1. GIORGIO LONGO APPROVED FOR ENERGY ECONOMICS PROJECT. 

2. ADVISE SOONEST WHAT BENEFITS WE SHOULD INCLUDE IN 
GRANT. 

3. HOTEL RESERVATION AT DUPONT PLAZA. INGERSOLL 
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